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1. Papers and Technical Notes 


Gases and Dust 


Design criteria: Challenges for dust control in the diamond mining industry 
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The effectiveness of methane monitoring for estimating face gas conditions during 
deep cutting 
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Laboratory investigation of coal grindability and airborne respirable dust 
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Clearing a methane filled interlevel 
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Gravimetric dust sampling laboratory - a new look at the weighing facility 
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Procedure for walling off of methane ends at Western Holdings 
me el tt A Nh aa ee 


Cooling 


Cost optimization for twin intake airways with selective cooling 
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Using Environ in the ventilation and refrigeration planning of Beatrix 3 Shaft 
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Computing 


Environmental engineering computer software in use on mines 
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Introduction of advanced user interface concepts to mine ventilation software 
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Fires 


Techniques developed at the University of the Witwatersrand to assess the liability of 
coal to self-heat 
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Hazards of undergorund coal mine fires 
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Radiation 


The future of radiation protection in mining - An international perspective 


Fg, RR A REIS AERTS Nein Se. IR ETE ME 138 
Optimization of radiation control measures in uranium mining or how low can we go? 
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Radiation protection in Canadian uranium mines 
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General 


The simulation of environmental conditions in continuous miner developments using 
computational fluid dynamics 


Authors: P Sullivan and J van Heerden (JAnud ry)..............:::scccceeeseeseeeeeseeseeeceseeseeeeeeenees 2 
Lasting Impressions (Presidential Address) 
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Automatic control of mine ventilation: Future possibilities 
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Editorials 1, 17, 33, 57, 69, 85, 97, 109, 125, 137, 157, 177 

Feedback — Notes on Council Meetings 13, 152 

Calendar 15, 53,136, 156 

Suggested Answers to Past Examination Questions 

Computer Corner 

Review — Mine Ventilation Practitioner’s Data Book 

High-tech Platinum Mine Opened 

Successfu! Candidates in Chamber of Mines Examinations 

Branch News 124,151 

What Went Wrong’ - Major Catastrophe with Main Upcast Fan 126 
- Gassing Accident 150 
- Gassing Accident 173 

Letter to the Editor 136 

Towards an Education Policy for Technology 153 

Methane Menace Resurfaces - With Tragic Results 170 

President’s Christmas Message 178 

Sixth US Mine Ventilation Symposium 187 

25th International Conference of Safety in Mine Research Institutes 188 

Technical Note 189 

Obituary - H M W Eschenburg 191 

Miningtek Structure 192 


3. Visits and Meetings 


Fifth International Mine Ventilation Congress — 26 - 30 October 1992 
Opening and Closing Sessions 
Eastern Branch - Visit to Venetia Mine 9 March 1993 


Annual Symposium - Environmental Management Programmes and Mine Rehabilitation 
30 April 1993 


Proceedings of the Annual General Meeting 11 June 1993 
Collieries Branch - Annual General Meeting 7 May 1993 
Western Branch - Annuual General Meeting 28 May 1993 
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